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NOTIFICATION  OF  PROJECT  RECEIVING  ENVIRONMENTAL  REVIEW 

PROJECT  TITLE:  2002.1178E  - 1  Market  Street,  Installation  of  Generators 

PROJECT  DESCRIPTION:  The  proposed  project  is  the  installation  of  three  500  kW, 
Waukesha,  natural  gas  fired  generators  in  the  second  floor  basement  of  the  One  Market  Plaza 

titains  approximately  434,396  square  feet  (sf),  and  is  located  on 
)etween  Market  and  Mission  Streets,  and  Spear  and  Stuart 
San  Francisco.  The  engines  would  produce  electricity  for  use 
uce  the  building's  dependence  on  electricity  from  the  PG&E 
:eived  an  Authority  to  Construct  permit  from  the  Bay  Area  Air 
AQMD). 
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ing  studied  by  the  Planning  Department's  Major 
)  determine  the  potential  environmental  effects  of  the  proposal. 
:nvironmental  effects  of  this  project  are  welcomed.  In  order 
idered  throughout  the  environmental  review  process,  we  would 
nts  you  may  have  about  issues  to  be  addressed  in  the 
ry  16,  2003.  Similarly,  if  you  wish  to  receive  any 
s  on  this  matter  from  our  office,  please  contact  the 
nuary  16, 2003.  If  we  do  not  hear  back  from  you,  you  will 
mental  review  documents  issued  for  this  project. 


nmunity  organizations,  tenants  of  the  affected  property  and 
ite,  and  those  persons  who  own  property  within  300  feet  of  the 
>  that  may  have  a  more  citywide  effect,  such  as  an  ordinance 
notice  is  sent  to  potentially  interested  parties.  Anyone 

receiving  this  notice  is  encouraged  to  pass  on  this  information  to  other  persons  who  may  have  an 

interest  in  the  project. 

Environmental  review  provides  information  on  physical  environmental  effects  and  does  not 
provide  recommendations  on  the  project  itself.  Other  review  or  approval  actions  may  be 
required  for  the  project.  These  actions  may  involve  further  public  notification  and  public 
If  you  have  comments  on  the  proposed  project  that  pertain  to  matters  other  than 
nvironmental  effects,  please  contact  the  Planning  Information  Counter  at  (415) 
for  information  on  other  possible  actions. 

DOCUMENTS  DEPT. 


D 

REF 

621.3121 
0n23n 


JAN  1  0  2003 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


PLANNING  DEPARTMENT 


City  and  County  of  San  Francisco  •  1660  Mission  Street,  Suite  500  •  San  Francisco,  California  •  94103  -2414 


MAIN  NUMBER 

(415)  558-6378 


DIRECTOR'S  OFFICE 
PHONE:  558-6411 

4TH  FLOOR 
FAX:  558-6426 


ZONING  ADMINISTRATOR 
PHONE:  558-6350 

5TH  FLOOR 
FAX:  558-6409 


PLANNING  INFORMATION 
PHONE:  558-6377 

MAJOR  ENVIRONMENTAL 
FAX:  558-5991 


COMMISSION  CALENDAR 
INFO:  558-6422 

INTERNET  WEB  SITE 
WWW.SFGOV.ORG/PLANNING 


January  9, 2003 

NOTIFICATION  OF  PROJECT  RECEIVING  ENVIRONMENTAL  REVIEW 

PROJECT  TITLE:  2002.1 178E  -  1  Market  Street,  Installation  of  Generators 

PROJECT  DESCRIPTION:  The  proposed  project  is  the  installation  of  three  500  kW, 
Waukesha,  natural  gas  fired  generators  in  the  second  floor  basement  of  the  One  Market  Plaza 
building.  The  project  building  contains  approximately  434,396  square  feet  (sf),  and  is  located  on 
Assessor's  Block  3713,  Lot  006,  between  Market  and  Mission  Streets,  and  Spear  and  Stuart 
Streets  in  the  financial  district  of  San  Francisco.  The  engines  would  produce  electricity  for  use 
within  the  building  and  would  reduce  the  building's  dependence  on  electricity  from  the  PG&E 
grid.  The  proposed  project  has  received  an  Authority  to  Construct  permit  from  the  Bay  Area  Air 
Quality  Management  District  (BAAQMD). 

Reviewer:  Nannie  Turrell  Phone:  (415)  558-5994 

The  project  described  above  is  being  studied  by  the  Planning  Department's  Major 
Environmental  Analysis  section  to  determine  the  potential  environmental  effects  of  the  proposal. 
Public  comments  concerning  the  environmental  effects  of  this  project  are  welcomed.  In  order 
for  your  concerns  to  be  fully  considered  throughout  the  environmental  review  process,  we  would 
appreciate  receiving  any  comments  you  may  have  about  issues  to  be  addressed  in  the 
environmental  review  by  January  16, 2003.  Similarly,  if  you  wish  to  receive  any 
environmental  review  documents  on  this  matter  from  our  office,  please  contact  the 
Reviewer  identified  above  by  January  16, 2003.  If  we  do  not  hear  back  from  you,  you  will 
only  receive  notice  of  any  environmental  review  documents  issued  for  this  project. 

This  notice  is  routinely  sent  to  community  organizations,  tenants  of  the  affected  property  and 
properties  adjacent  to  the  project  site,  and  those  persons  who  own  property  within  300  feet  of  the 
project  site.  In  the  case  of  projects  that  may  have  a  more  citywide  effect,  such  as  an  ordinance 
amending  the  Planning  Code,  this  notice  is  sent  to  potentially  interested  parties.  Anyone 
receiving  this  notice  is  encouraged  to  pass  on  this  information  to  other  persons  who  may  have  an 
interest  in  the  project. 

Environmental  review  provides  information  on  physical  environmental  effects  and  does  not 
provide  recommendations  on  the  project  itself.  Other  review  or  approval  actions  may  be 
required  for  the  project.  These  actions  may  involve  further  public  notification  and  public 
hearings.  If  you  have  comments  on  the  proposed  project  that  pertain  to  matters  other  than 
physical  environmental  effects,  please  contact  the  Planning  Information  Counter  at  (415) 
558-6377  for  information  on  other  possible  actions. 
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